PHONE MARKET 3-36 REG. No. 7783 


OYIS A. HILTON, M. D. 


f NEWARK, N. J. 
s: 2to 4, 6 to 8 P.M. Sundays and Holidays 
2 to 5 P. M. and by Appointment 
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109 Springfield Avenue 
` Newark, N. J. 
Telephone MArket 3-1509 


